Approved For Rele^e 2003/04/02 : CIA-RDP78-01092A000lfl0030017-^ 


DD/p T^V^S s i 


13 April 1972 


MEMORANDUM FOR : 
SUBJECT : 

REFERENCE 


Executive Director -Comptroller 

U. S. V. International Business Machines 
Corporation (69 Civ. 200 s'd. N. Y. ) 

Memo OGC 72-0490, dated 4 April 1972 


1. Reference is made to cited correspondence. 


2. Relating thereto, TSD does not possess an Electronic Data 
Processing System as defined in Schedule 2 of Reference. However, 
TSD is Involved in the use of a Computer Terminal which is located 
in South Building which, in turn, is tied in with an already existing 
system of the Office of Computer Services. Thei*e was no TSD in- 
volvement in the selection of equipment relating to the Computer 
Terminal. This was handled by the Hardware Service Sectiaaa of the 
Office of Computer Services | 

Related documentation is said to be available in thi? office. 


25X1 A 


3. Various TSD elements currently utilize Hewlett-Packard 
9820A Calculators. Although these do not fall within the dcfteition of 
and Electronic Data Processing Syatem, they do represent items of 
an electronic data equipment nature. These algebraic programmable 
calculators are utilized for solving engineering equations and also can 
be used to Interface test instrumentation and perform automatic testing. 
Related documentation is available within TSD. 


4. Certain TSD units regularly have been recipients of die product 
derived from the use of Electronic Data Processing Systems available 
at Headquarters. These print-outs are provided on a monthly basis and 
are keyed to specific requirements. Related doc mentation is said to 
be available within TSD, as well as DDP/IP/ADB (Informatitm Programs/ 
Automatic Data Branch). 
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5. Additionally, a computer canter currently is in the procesa 
of being established in Room 119. East Building. The equiinnent 
involved, reportedly made bv Digital Equipment Corporatiojn. origi - 


nallv was acQuired bv 

{ I 


Related documentation including memoranda 


pertaining to the transfer of the computer equijHnent from Key 
Building to East Building, copy of a service contract, schematic of 
the various units of equipment which comprise the camputer system 
are located in a file labelled ’’File U-7E, Maintenance 1728, Com- 
puter Maintenance Contract", located in Safe #12040 which is in Room 
105, South Building. 

25X1 A 


Chief 

Technical Services Division 


Distribution: 

Orig & 1 - Addressee 
2 - DDP 
1 - TSD 


Approved For Release 2003/04/02 : CIA-RDP78-01092A0001 0003001 7-9 




□ UNCLASSipHfDved Fo[gelJ[|^'^3/04/02 : CIA-RDP780O9(»||BIXlOfliriAll17-9 ^ □ SECRET 

ROUTING AND RECORD SHEET 

SUBJECT: (Optional) 

/ 

/ 


FROM: 

Chief, TSD 

203 South Building 

EXTENSION 

28 31 

NO. 

DATE 

13 April 197 2 

TO: (Officer designation, room number, arxJ 
building) 

DATE 

OFFICER'S 

INITIALS 

J 

COMMENTS (Number each comment to show from whom 
to whom. Draw o line across column after each comment.) 

REatVED 

FORWARDED 

1, 

EA/DDP 

3 C 34 - Hftadqna rtfirs 




'B/ //^J) 

d>w 


n 

At — 


V 




4. 

j 







6. 




)1092A0001 0003001 7-9 

7. 




8. 




9. 




10. 




11. 




12. 




13. 




14. 




15. 

Approved For Releas 

2 2003/0 

4/02 : Cl/ 

^-RDP78-i 


610 □ SECRET □ CONFIDENTIAL □ us^omlv □ UNCLASSIFIED 









